View of Spot Pond from 

NEW ENGLAND SANITARIUM and HOSPITAL 

STONEHAM, MASSACHUSETTS 
(Post Office Melrose, Mass.) 

Located 12 miles from Boston 


PLACE 
ONE CENT 
STAMP 
HERE 

2B-HI306 



tu 













